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ERIC DIGESTS ONLINE (EDO) 
A New Full Text Database 


ERIC DIGESTS ONLINE (EDO), a full text database of short topical reports on 
education (called “Digests”) from the 16 ERIC Clearinghouses, is now available on ED- 
LINE (an online information service for educators) via the online network known as The 
Source. 


Users of EDO are able to access ERIC Digests through either menus or key words. 
A special feature permits users to comment on (or to read others’ comments on) 
Digests in a field called “User Notespace.” 


Examples of titles in the new file are: “Full Day or Half Day Kindergarten?,” 
“Qualities of Effective Writing Programs,” “Dismissing Incompetent Tenured Teachers,” 
and “Part-Time Faculty: Higher Education at a Crossroads.” New Digests will be added 
to the EDO file on a monthly basis. 


EDO is coordinated by project staff at the ERIC Clearinghouse on Elementary and 
Early Childhood Education, with the cooperation of the 15 other ERIC Clearinghouses. 


Funding for EDO is provided by the Office of Educational Research and 
Improvement (OERI), U.S. Department of Education. Additional information and sample 
Digests may be obtained by writing to EDO Project, ERIC Clearinghouse on 
Elementary and Early Childhood Education, 805 W. Pennsylvania, Urbana, IL 61801 
(217-333-1386). 


For information on subscribing to The Source and ED-LINE, call ED-LINE at (703) 
528-5840. 
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Introduction 


RESOURCES IN EDUCATION (RIE) —A monthly abstract journal announcing recent 
report literature related to the field of education, permitting the early identification 
and acquisition of reports of interest to the educational community. 


Sponsor: Educational Resources Information Center (ERIC) 
Office of Educational Research and Improvement (OERI) 
U.S. Department of Education 
Washington, D.C. 20208 


ERIC is a nationwide information network for acquiring, selecting, abstracting, indexing, 
storing, retrieving, and disseminating significant and timely education-related reports. It 
consists of a coordinating staff in Washington, D.C. and 16 clearinghouses located at 
universities or with professional organizations across the country. These clearinghouses, 
each responsible for a particular educational area, are an integral part of the ERIC 
system. The clearinghouses are listed on the inside back cover. 


Organization of Journal: Resources in Education is made up of resumes and indexes. 
The resumes provide descriptions of each document and abstracts of their content. 
Resumes appear in a “Document Section” and are numbered sequentially by an 
accession number beginning with the prefix ED (ERIC Document). The indexes appear in 
an “Index Section” and provide access to the Resumes by Subject, Personal Author, 
Institution, and Publication Type. 


Availability of Documents: The documents cited in Resources in Education, except as 
noted, are available from the ERIC Document Reproduction Service (EDRS), in both 
microfiche (MF) and paper copy (PC), or microfiche only. Availability in microfiche only 
may be determined by the source, for proprietary or copyright reasons, or by ERIC for 
reasons related to legibility and reproducibility. The price per document is based on the 
number of pages and is subject to change over time. An ERIC Price Code Schedule 
permits the user to convert all price codes to actual dollar amounts. Current price 
information for documents, microfiche, and subscriptions to microfiche collections is to 
. found in the section entitled “How to Order ERIC Documents’ in the most recent issue 
of RIE. 


How to Submit Documents to ERIC: If you have documents that you would like to have 
considered for announcement in Resources in Education (RIE), you should send clean, 
legible copies (in duplicate, if possible) to the ERIC Processing and Reference Facility, 
4833 Rugby Avenue, Bethesda, MD 20814. A reproduction release, giving ERIC 
permission to reproduce in paper copy and microfiche (or microfiche only), and signed by 
the author or official representative of the source institution, is requested for all 
documents selected for inclusion in RIE. Standard reproduction release forms may be 
obtained from the ERIC Facility (a sample appears at the back of this issue of RIE). 


How To Order RIE: The U.S. Government Printing Office (GPO) prints R/E and functions 
as subscription agent. Detailed subscription information appears on the page in the 
back of RIE entitled “How to Order RESOURCES IN EDUCATION.” 








HIGHLIGHTS Of Special Interest 





ERIC Clearinghouse Publications 


This page highlights publications announced in this issue of Resources in 
Education which were created by the ERIC Clearinghouses and which have been 
selected as having special significance for educators. For each brief citation 
appearing here, there is a full abstract appearing under the same ED number in the 
pages of the issue. 


In addition to collecting the literature of education for announcement in 
Resources in Education and Current Index to Journals in Education, the ERIC 
Clearinghouses analyze and synthesize the literature in a number of different formats 
designed to compress the vast amount of information available and to meet the 
varying needs of ERIC users. These formats include research reviews, state-of-the-art 
Studies, interpretive studies on topics of high current interest, research briefs, 
annotated bibliographies, and compilations. While some publications are compre- 
hensive reviews designed for those who are interested in pursuing a subject in depth, 
others are brief analyses designed for the busy practitioner whose time for staying 
abreast of new developments in education is limited. 


ERIC publications are published either by the ERIC Clearinghouses responsible 
for producing them or through cooperative arrangements with other organizations. 
Copies are usually available directly from the responsible Clearinghouse or from the 
source listed in the citation. In addition, the publications announced in Resources in 
Education are contained in all ERIC microfiche collections, and are available in paper 
copy and/or microfiche from the ERIC Document Reproduction Service (EDRS), 3900 
Wheeler Avenue, Alexandria, Virginia 22304. 


Citations (By Clearinghouse) 


ED 265 552 CS 209 529 RC 015 607 
Hillocks, Jr. 


Research on Written Composition: New Directions The Advantages of Small Schools. ERIC Digests. 
for Teaching. ERIC Clearinghouse on Rural Education and Small 
ERIC Clearii on Reading and Communica- Schools, Las Cruces, N. Mex.; 12p. 


ED 265 423 CG 018 745 
Aubrey, Roger F. 
at the Crossroads: Obstacles, Opportu- 


nities, and Options. 
ERIC Clearinghouse on Counseling and Personnel 


Services, Ann Arbor, Mich.; 36p. 

EDRS Price - MF01/PC02 Plus Postage. 

Alternate Availability—ERIC/CAPS, 2108 School 
of Education, University of Michigan, Ann Arbor, 
MI 48109-1259 ($5.00). 

ED 265 452 CG 018 776 

Griggs, Shirley A. 

Counseling — through Their Individual 

ERIC Clearinghouse on eg and Personnel 
Services, Ann Arbor, Mich.; ay 

EDRS Price - MF01/PC06 Plus Postage. 

Alternate Availability—ERiIC/CAPS, 2108 School 
of Education, University of Michigan, Ann Arbor, 
MI 48109-1259 ($10.00). 


ED 265 455 CG 018 779 


vidual 

ERIC Cleari 
Services, Ann Arbor, Mich.; 109p. 

EDRS Price - MF01/PCOS Plus 

Alternate Availability—ERIC/CAPS, 2108 School 
of Education, University of Michigan, Ann Arbor, 
MI 48109-1259 ($10.00). 


on Counseling and Personnel 


tion Skills, Urbana, Ill.; National Conference on 
Research in English.; 380p. 
EDRS Price - MF01/PC16 Plus Postage. 
Alternate Availability—National Council of Teach- 
ers of English, 1111 yor Rd., Urbana, IL 
61801 (Stock No. 40750, $ 9.00 member, $24.75 
nonmember). 


ED 265 798 HE 019 049 

Richardson, Richard C., Jr. Bender, ~~ 1, a 

— in Urban Settings: Achieving the 

mer ay ASHE-ERIC Higher Btsntine 

Report No. 6, 1 

Association for the Study of Hi 
ERIC Clearinghouse on Higher 
ington, D.C.; 90p. 

EDRS Price - MF01/PC04 Plus 

Alternate Availability—Association for the Study 
of Hi Education, Publications Department, 
One t Circle, Suite 630, Washington, DC 
20036 ($7.50, nonmembers; $6.00, members). 


t Education.; 
ucation, Wash- 


EDRS Price - MF01/PCO1 Plus Postage. 


ED 266 019 SE 046 401 
Suydam, Marilyn N. 

ecent Research on Mathematics Instruction. 
_—— Mathematics Education Digest 


ERIC Clearinghouse for Science, Mathematics, and 
Environmental Education, Columbus, Ohio.; 3p. 

EDRS Price - MF01/PCO1 Plus 

Alternate Availability—ERIC/SMEAC, The Ohio 
State Univ., 1200 Chambers Rd., 3rd Floor, Co- 
lumbus, OH 43212 ($1.00). 








DOCUMENT SECTION 





ERIC Accession Number—identifi- 
cation number sequentially assigned 
to documents as they are processed. 


Author(s). 


alee 


Organization where document 
originated. 


Date Published. 


Contract or Grant Number. Pg 
Alternate source for obtaining all 


document. 


Language of Document—docu- 
ments written entirely in English are 
not designated, although “English” is 
carried in their computerized records. 


Publication Type—broad categories 
indicating the form or organization of 
the document, as contrasted to its 
subject matter. The category name is 
followed by the category code. 


ERIC Document Reproduction 
Service (EDRS) Availability—“MF” 
means microfiche; “PC” means re- 
produced paper copy. When de 
scribed as “Document Not Available 
from EDRS,” alternate sources are 
cited above. Prices are subject to 
change; for latest price code schedule 
see section on “How to Order ERIC 
Documents,” in the most recent issue 
of RIE. 


SAMPLE RESUME 


ED 654 321 CE 123 456 


Smith, John D. Johnson, Jane 

Career Planning for Women. 

Central Univ., Chicago, IL. 

Spons Agency—National Inst. of Education (ED), 
Washington, DC. 

Report No. — CU-2081-S 

Pub Date — May 83 

Contract— NIE-C-83-0001 

Note — 129p.; Paper presented at the National 
Conference on Career Education (3rd, Chicago, 
IL, May 15-17, 1983). 

Available from—Campus Bookstore, 123 College 
Ave., Chicago, IL 60690 ($3.25). 

Language—English, French 

Pub Type— Speeches/Meeting Papers (150) 

EDRS Price—MF01/PC06 Plus 


hs Rossa Lae Mant “uaher Phat De 
cupational Aspiration, Occupations 
Identifiers — Consortium of States, *National Oc- 
cupational Competency Testing Institute 
Women’s opportunities for employment will be 
directly related to their level of skill and experience 
and also to the labor market demands through the 
remainder of the decade. The number of workers 
needed for all major occupational categories is ex- 
pected to increase by about one-fifth between 1980 
and 1990, but the growth rate will vary by occupa- 
expected to have the highest predicted rate (39 
percent), followed by service workers (35 percent), 
clerical workers (26 percen:), sales workers (24 
percent), craft workers and supervisors (20 percent), 
and administrators (15 percent), and opera- 


nh pacer - 
pene tae ka oer eg 
managers and administrators, skilled trades, sales 
workers, clerical workers, and service workers. In 
order for women to take advantage of increased labor 
market demands, employer attitudes toward working 
women need to change and women must: (1) receive 
better career planning and counseling, (2) change 
their career aspirations, and (3) fully utilize the 
sources of ‘egal protection and assistance that are 





available to them. (SB) 


Clearinghouse Accession Number. 


Sponsoring Agency—agency re 
sponsible for initiating, funding, and 
managing the research project 


Report Number—assigned by 
a originator. 


ae Descriptive Note (pagination first). 


Descriptors—subject terms found in 
the Thesaurus of ERIC Descriptors 
that characterize substantive content 
Only the major terms, preceded by 
an asterisk, are printed in the subject 
index. 


identifiers—additional identifying 
terms not found in the Thesaurus. 
Only the major terms, preceded by 
an asterisk, are printed in the subject 
index. 





Document Resumes 


The document resumes in this section are arranged in numerical order by ED number, and also 
alphanumerically by Clearinghouse prefix and Clearinghouse accession number. 


As explained in the Introduction, each Clearinghouse focuses on a specific aspect of education. The reader 
who is interested in one of these major aspects (e.g., Reading) may, however, find pertinent resumes among 
the entries of virtually any Clearinghouse, dependent on the orientation of the document. For this reason, it 
is important to consult the Subject Index if a comprehensive search is desired. 


The following is a list of Clearinghouse prefixes and names used in this Section, together with the page on 
which each Clearinghouse’s entries begin: 

Page 
AA—ERIC Processing and Reference Facility.... 1 JC —Junior Colleges 
CE—Adult, Career, and Vocational Education PS—Elementary and Early Childhood Education ... 100 
CG—Counseling and Personnel Services RC—Rural Education and Small Schools 
CS—Reading and Communication Skills SE—Science, Mathematics, and 
EA—Educational Management Environmental Education 
EC—Handicapped and Gifted Children SO—Social Studies/Social Science Education.... 121 
FL —Languages and Linguistics SP—Teacher Education 
HE—Higher Education TM—Tests, Measurement, and Evaluation 
IR —Information Resources UD—Urban Education 


Ltd., 121-245 Dang San- Young Deung 
AA Seoul, Korea 150 ($7.00). 
Pub Reports > 
ED 265 282 AA 001 147 
Resources in Education (RIE). Volume 21, Num- 


Educational Resources Information Center (ED), 
Washington, DC.; ORI, Inc., Bethesda, Md. In- 
formation Systems Div. 


disciplines. The 130 presentations, which 
erally with the exploitation of science and technol- 


olun: Council of Minneapo- 
lis/St. Paul, MN.; Honeywell, Inc., Minneapolis, 


7 Minn. 
" —_ - Research Pub Date—85 
ia Descriptive (141) — Reports " op. 


: Type— — / 
EDRS Price - MF01 Plus Postage. PC Not Avail- Pub Reports - Research (143) Tests 

able from EDRS. : ete 
Descriptors—Biomechanics, *Communication Price - Plus Postage. 
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Note—65p.; Portions of questionnaires contain bro- 
Reports - Research (143) — Tests/ 
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Date—8 


as Yona For a related document, see CE 043 


house, Western Illinois ’ 
x. Macomb, IL 61455 G11B-$975). 





Note—29p. 


Available from—Thomas Nelson, P.O. Box 4725, 
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tly reflected in 4 
vocational training since 1919. Not only 
tional training have a higher status within central 
planning institutions than it does in the West, but 50 
percent of the el y curriculum is 
devoted objectives within the affective 
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forms that were passed in April 1984). (MN) 
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“Adult Programs, 
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Education Staff Coll., 
No.—ISBN-0-948 36 1-00- 


Note—21p.; Portions printed on colored paper. For 
other guides in this series, see CE 043 246-288. 


England, *Itinerary Planning 
This trainer’s guide is intended to assist 
sors of work-based career training projects 





Project. 
Education Staff Coll., Blagdon (England). 
No.—ISBN-0-948361-03-4 


Note—21p.; Portions printed on colored paper. For 
other guides in this series, see CE 043 245-288. 





Further Education Staff Coll., 
bog eer No.—ISBN-0-94836 1-06-9 


Note—23p.; Portions printed on colored paper. 
Other guides in this series, see CE O43 245-288. 
Classroom - Teacher (| 





suggested learning activities, 


San alcaatean oe 
CE 043 249 


No.—ISBN-0-948361-04-2 


Note—24p.; Portions printed on colored paper. For 
guides in this series, see CE 043 245-288. 


Who Gets the Jobt Youth Training Scheme, Care 
Exemplar Work Based Pro. 


Further Education Staff Coll. Blagdon (England). 
No.—ISBN-0-948361-07- 
Date—84 
Note—26p.; Portions printed on colored paper. F 
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Education Staff Coll., 
No.—ISBN-0-948361-05-0 


Note—22p.; Portions printed on colored paper. 
Guides in this series, soe CE 043 245-288. 
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No.—ISBN-0-948361-08-5 
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ay 
38 


HE 
ag 


fe 


ier 
raets 





cit 


ll 


3 
H 


ai 


Document Resumes 


Education Staff Coll., 
No.—ISBN-0-948361-13-1 


rang Postsecondary ion, Records 
. eterinary Medicine, *Work Experi- 


Identifiers—England 
This trainer’s guide is intended to assist 
projects 
advertise 


selp st 
job 
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Education Staff Coll., 
No.—ISBN-O-948361-16-6 
Date—84 


Note—23p.; Portions printed on colored paper. For 
other guides in this series, see CE 043 245-288. 


wg x No.—ISBN-O-948361-17-4 
Pub Date—84 


Note—23p.; Portions printed on colored paper. For 
other guides in this series, see CE 043 245-288. 


raining, Post- 
Records (Forms), *Work 


Identifiers England, *Fence Building 

This trainer’s guide is intended to assist supervi- 
sors of work-based career training projects in help- 
ing students plan, cost, and carry out the building of 
@ post and wire fence. The guide is one in a series 
of core curriculum modules that is intended for use 


ucation Staff Coll., 
No.—ISBN-O-948361- _ 
Date—84 


Note—22p.; Portions printed on colored paper. For 
other guides in this series, see CE 043 245-288. 





Iden 

This trainer’ guide is intended to assist supervi- 
sors of work-based career training projects in teach- 
ing students about lawn care. The guide is one in a 
series of core curriculum modules that is intended 


Education Staff Coll., 
No.—ISBN-O-948361-1 
Date—84 
Note—23p.; Portions printed on colored 
other 


Records 
ennaty Modizine “Week Experience 

—— *Sheep 
This trainer’s guide is intended to assist supervi- 
ppt ape ee ne a 
} gather and formation about 


Education Staff Coll., Blagdon 
No.—ISBN-O-948361-20-4 
Date—84 
Note—19p.; Portions printed on colored 


Further Education Staff Coll., 
~~ No.—ISBN-O-948361-21- 
Pub Date—84 
Note—21p.; Portions printed on colored paper. 
Other guides in this series, see CE 043 245- 2.288, 


suggested learning activities, supervisor and 


review sheets, and an assessment form. (KC) 


He No. wISBN-0-948361- 22 
Pub Date—84 


Note—19p.; Portions printed on colored paper. For 
other guides in this series, see CE 043 245-288. 
Guides - Classroom - T: 


Education Staff Coll., a 
No.—ISBN-O-94836 1-23- 


Date—84 
Note—25p.; Portions printed on colored paper. For 
other guides in this series, see CE 043 245-288. 
- Classroom 
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keeping, Records (Forms), Supplies, Word Pro- 
cessing, *Work Experience Programs 


he guide, supervisor's notes, 

tion, lists of tasks and core skills, an action plan that 
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CE 043 269 





review sheets, and an assessment form. (YLB) 


CE 043 270 
‘outh Training Scheme. 


Further Education Staff Coll., aye (England). 
Report No.—ISBN-0-94836 1-24- 
Pub Date—84 
Note—22p.; Portions printed on colored paper. For 
other guides in this series, see CE 043 245-288. 
Pub Type— Guides - Classroom - Teacher (052) — 
ides - Classroom - ions ee 


curriculum modules 
for use in combination on- and off-the-job programs 


that i 
learning activities, supervisor and trainee 
review sheets, and an assessment form. (MN) 


ers 
This trainer’s guide is intended to assist supervi- 
sors of work-based career training projects in teach- Exemplar Work Based Project. 
i Further Béscaien ee Sate Tpeen Gagaad. 
i No.—ISBN-0-948361-41- 
Date—84 


Note—19p.; Portions printed on colored paper. For 
other guides in this series, see CE 043 245-288. 





the following components: project i 
summary of the content and approach of the 
supervisor's notes, lists of tasks and core 
ti that includ ‘ 4 


CE 043 271 





Document Resumes 


Education Staff Coll., Blagdon (England). 
No.—ISBN-0-948361-44-1 


CE 043 277 
Core Exemplar 


Pro, 
Further Education Staff Coll., -. om (England). 
No.—ISBN-0-948 36 1-45- 
Date—84 

Note—22p.; Portions printed on colored paper. For 

other guides in this series, see CE 043 245-288. 
Pub Type— Guides - Classroom - Teacher (052) — 

Guides - (051) 


collier chentn, and on cuumeuaet Gomn, CFLS 


CE 043 278 
Education Staff Coll., 
No.—ISBN-0-948 36 1-46-8 


Note—20p.; Portions printed on colored paper. 
other guides in this series, see CE 043 245-288. 


attitudes 
Included in the guide are the components: 
project information, a summary of the content and 


Work 
Staff Coll., 
-0-94836 1-47 


printed on colored paper. For 
ies, see CE 043 245-288. 


i England 

is trainer’s guide is intended to assist supervi- 
sors of work-based career training projects in help- 
ing students understand the operation of an 


Identifiers— 
This trainer’s guide is intended to assist supervi- 
gt ag yg projects in 
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Report Nem ISBN-0 548361-50-¢ ; 


Note—18p.; Portions printed on colored paper. For 
other guides in this series, see CE 043 245-288. 
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and trainee 
(MN) 
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field 


Education Staff Coll., pte (England). 
No.—ISBN-0-94836 1-56- 





velop 

current special education and vocational education 
programs, conduct an assessment of community and 
educational resources, develop a career education 


I contains an example of a district’s career educa- 
tion goals, data collection instruments (current spe- 


Note—24p.; Paper presented at the Annual Meet- 
ing of the ican Vocational Association (At- 
lanta, GA, December 6-10, 1985). 

Information ——- (070) — 





12 Document Resumes 


Note—12p.; Paper presented at the Annual Meet- 
ing of the American vee Association (At- 
lanta, GA, December 6-10, 1985). 

Pub ny — Spans 





Aircraft Pneudraulic Systems Mechanic (AFSC 
42354). 


volume review are also 
pe ee ane ty ae etn 


ED 265 357 CE 043 314 
Aircraft Environmental Systems Mechanic. Part 1. 
Chanute AFB Technical Training Center, Ill. 
—_ eee 


=> ] 
Note—1,519p.; For part 2, see CE 043 315. 
Pub ‘Type— Guides - Classroom - Learner 


ules, i 
Postsecondary Education, Instruc- 
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angulation Study of Culture. 

ED 265 599 

Television: 


Parent-Child Communication about 
A View from the Parent's Perspective. 

ED 265 840 
Pen and Paper vs. the Machine: Writers Compos- 


ing in Hard 
Technical 


- = a 
Policy Analysis Simulation System for Edu- 
cational Institutions. 


in 
Education. A Comparative 
Study. Trends and Issues in Technical and Voca- 
tional Education 3. 
ED 265 287 
Population Profile of the United States 1983/84. 


Dual Purpose Evaluation System: CSE Resource 
Paper No. 7 
ED 266 173 


A Profile of the U.S. Student Abroad. 


Public Attitudes toward Education 
The Role of Attentiveness to Local Schools. 
d ED 265 657 
Puerto Rican Spanish: Linguistic Insecurity. 
ED 265 738 
Quality Assessments of Prospective Teachers: 
of Previous and Present Practices. Col- 


lege and Learning Assistance Technical 
Report 85-11. 
ED 266 133 


Reading Practices of Adults in One High Tech- 
Company. Reading Competencies and 
Technical Report #6. 
ED 265 512 
Reading Research: Advances in Theory and 
Practice. Volume 5. 
ED 265 505// 


Recent hanes Rate See 
Higher Education Panel Report Number 67. 
126 


ED 266 
neers and T a Work Order Form. 
CDC Technical Report No. 28. 

ED 265 564 
Reducing Poverty among Children. 

ED 266 219 
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at ED 265 513 
Functions and Vulnerabilities. 
ED 265 446 


Relative Effectiveness of Four Modes of Dissem- 
ination of Curriculum Materials. 

ED 265 612 

alidation 


Religion and Wellbeing: Concurrent V: 
of the Spiritual Well-Being Scale. 

ED 266 171 
Remedial Math at the College Level: A Pilot 


Study. 
ED 266 022 
Sep Gam Sp Suen, White House Con- 
on Library and Information Services 


Comparisons of 
Sex in May 1981. yet a 
ED 265 812 
A Scale of Student Teaching Concerns for Use 
with Early Childhood Education Teacher Train- 


sane Dotty ee et Rie 


County. Three 
Segregation Erased between 1970 and 1980. Staff 
Report 85-8. 
ED 266 204 








Seatetinie Ute Sates Ae eee 
Education 
———-_ 


A of Student Career Choices in Three 
Study y= _— 
Middle Tennessee. 


ED 265 403 

6See ee ee ee 
Public Schools: Report. 

ED 266 107 

A Study of the Use of the Semantic Webbing 


Ti Improve Reading 
weed end Fomeh Gaee 
ED 265 490 


A Study to Determine the Perception of Business 
Persons on from a Traditional Office to 
Electronic 


A Survey of Attitudes Toward the Russell-Tyler 
Pairing. 


ef 
Psychologists, and Psychiatrists. ‘ 


ED 265 428 


A Tale of Two Learners. 
ED 265 957 


Teacher Evaluation . Ni , Ge- 
hn Study. Norming Study, 


Competence 
pn ag Ry Do- 
Report for 1983-1984. 
ED 266 122 
Teacher Job Satisfaction: A 


Teachers Expectations of Bilingual Chbaren's 
's 

Achievement. 

Teacher Stress-An Ongoing Probes That 

Needs Attention. 


Teacher Training Research: A Provene Weitine 
Journey. 


Teaching as 
ceptions = 


T Geneniieations 
—, * Using a Computer- 
ED 265 847 


ee Sete wat Sines Sa 

Microcomputer 

T Production Courses: ctu a 
and Structure. 


Course 

ED 265 593 
A Relies Dees the Procedures Used 
in School-Level Scaled Scores for the 
“Survey of Skills: Grade 6.” 
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port, Part A, Section 11-15 and 17-20. 
ED 265 839 
T See Sa tithes Raseipes 
est. 


A Statistical Sketch of 


Training's Benchmarks 
ceoieee Toa {Report The impact of Pubic 


ED 265 379 
Reinforce- 


ED 265 716 
Feaee tie Datel G. 5. Navy Recruits on 


Comprehension Re- 
toned Cloaeeitien Fens 1984, to May, 1985. 
e ED 265 515 
Cnirenty Se Lovt Administrators: Compari- 
between Men and Women on Work Experi- 

4 and Job Satisfaction. 
ED 265 763 
of Texas at El Paso Writing As- 


1983: A Report. 
ED 265 533 
in Child and 


ED 265 828 
The Use of the Computer in Louisiana Schools. 
Fourth Annual Report. Bulletin 1679, Revised. 
Using Cost-Benefit Analysis Detenmins Profit 
to t- 

ability of Secondary Vocational Programs. 
ED 265 384 
Using Oral-Motor Cues to Develop Phonemic 

Kindergarten. 


Awareness in 

ED 265 517 
Visual Hemispheric : A Computa- 
tional Theory. T: 


ED 265 481 
Re.diness. 
ED 265 947 
Construct and 


ED 265 604 
alma a a eae cn peel 


ED 266 027 
Worker Dislocation: A Policy Study and Selected 
References on Worker Dislocation and the Un- 
employment Process. An Annotated Bibliogra- 


phy. 
ED 265 386 
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Academic Remedial Training: A Language Skills 


Development Program for U.S. Navy Recruits. 
Address by the United States Secreteny of Bduce ~ 
tion to the Annual Convention of the American 
Vocational Association. 

ED 265 411 


Adjusting to Childhood Diabetes. 

ED 265 433 
Adult Education in Rural America: A Review of 
Recent Research and Identification of Further 
Research Needs. 

ED 265 994 


The Affinity-Seeking of Classroom Teachers. 
ED 265 603 


: What Teachers Can Do to Keep 
pony my 


ED 265 528 
Alternative Methods to Practicum 
ED 265 605 


shee ows oa a 


ED 265 617 


ED 265 591 
Assigned Writing Tasks in School: A Search for 
Meaning. 


ED 265 541 
Attitudes and Student Perceptions: Their Mea- 
to 


ED 265 901 
Attitudes Toward Death Across the Life Span. 

ED 265 449 
Beginning Teachers and in Self-Per- 
ceived Sources of Influence on Teach- 
ing Practices. Report No. 9067. 

ED 266 095 
“Better for All” Research. Pro- 
ceedings of the Annual Meeting of the Camping 
ee Senn ee See ee 
sociation (Atlanta, Georgia, March 13, 1985). 

ED 265 978 
Between-Groups Experimental Design for Stud- 
ies of Rights and Formula Scoring. 

ED 266 145 
Building Adaptable Basic Skills Models: Strate- 
gies for Surviving in the 80s. 
ED 265 919 


Building a Positive School Climate. 
ED 265 663 
A Call for Professionalism. 


ED 266 101 
ED 265 594 
A Case Study of a School-Based Change. 


Ro Saegstee ub-Saharan 
Crawford Memorial Lecture (ist, anon 
DC, November 1, 1985). 


ED 265 448 
Clinical Aspects of Assessment and Intervention 
with Resistant Clients. 
ED 265 450 


Clinicians’ Use of Explanation and Counterex- 
planation in a Judgment Task. 
ED 265 434 


yee ee ee 


ED 265 588 
A College-Based Research and Services Unit: 
One Face of Research Consulting in Universities. 

ED 265 815 
Colorado and Excellence in Education. 





The Competitive Atmosphere: Its Effects on For- 
ensic Speeches. 

ED 265 589 
A Comprehensive and Educative Approach to 
Program Evaluation. 

ED 266 193 

Microcom- 


Current Voices of Reforms in American Educa- 

tion: Ethnocentriem or Globalism. 

Curriculum Power: Thinking Foturietically, Act. 

ing Realistically. ‘ 
ED 266 056 


: A Dramatistic Review of the Re- 
towards a New Theoretical Model. 


ED 265 611 
Decision Making of Public School Superinten- 
dents: The Involvement of Subordinates and 


ED 265 615 


ED 265 619 
of Junior 


erbal Strategies on 
of Figured Matrices in Japan 


ED 266 194 
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Verbal Learning and Memory in Children. 
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The Effects of High and Low Relevant Text Un- 
derlining on Test Performance. 
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Completing the 
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EB Administrative Components of Pro- 
gun implementation in the Adeptve Lerung 


vironments 

ED 266 148 
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items titties A 
tal Perspective. 
Father Involvement, Sex-Typing ZES 
Play of Children. vd 
ED 265 427 
A Field Test of a Structured Television Curricu- 


From Veteran Parent to Novice Teacher: A Case 
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Ida Husted Harper and the Leslie Bureau of Suf- 
frage Education. 


ED 265 548 
Advanced Technologies for Educa- 
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the Field of Industrial Te 
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ture Directions. 

ED 265 641 
Interaction of Learner Control and Prior Concep- 
tual Understanding in Computer-Assisted Video 


ED 265 845 
Programs 


ED 265 625 

Associated with 
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Work-Study Students. 
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Micro-CAI in Education: Some Considerations. 
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for Elementary 
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is fect on Delayed Chil 


to 
Match Your Reading Instruction. 
ED 265 495 
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Predictors of 
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O-1-C: An Orality-Based Procedure for Tesshing 
Interactive Communication in the Basic Course. 
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Reflective Thinking as a Basis for Teacher Edu- 
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Remedial Math at the College Level: A Pilot 
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Social Influences on ae Interactive Ef- 
fects of Reward and 
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Suicide Management Plan-Post Suicide Re- 
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THESAURUS ADDITIONS AND 


CHANGES 


The following additions and modifications have been made to the ERIC controlled vocabulary since October 1983. They are, therefore, not 
included in the 10th (1984) edition of the Thesaurus of ERIC Descriptors. 


ADAPTIVE TESTING Feb. 1984 
SN Testing that involves selecting test items ac- 
cording to the examinee’s ability as shown 
oy sespenees to earlier test items 
UF xilevel Testing 
Response Contingent Testing 
Stradaptive Testing 
Tailored Testing 


Aerobic Dance 
USE AEROBICS: DANCE 


AEROBICS 

SN Method of ago physical conditioning 
and fitness by stimulating heart (pulse rate) 
and lung (oxygen intake) activity through 
successively longer periods of vigorous ex- 
ercise. thereby gradually expanding the ca- 
pacity of the cardiovascular and respiratory 
systems 


AIR TRAFFIC CONTROL Jan. 1985 

SN Scheduling and monitoring the flow of air 
traffic at airports. during approaches. and en 
route 


ALTERNATIVE ENERGY SOURCES Oct. /984 

SN Sources of ene other than conventional 
fossil fuels (pet im. coal, natural gas) or 
nuclear fission/fusion (note: see also related 
Identifiers such as “Renewable Resources” 
and “Synthetic Fuels”) 


ANDRAGOGY Mar. 1984 

SN The art and science of the facilitation of 
adult learnng. distinguished from child- 
oriented “P. in terms of learner self- 
direction. application of knowledge and ex- 
perience. learning readiness, orientation to 
the present. and problem-centeredness 

UF Androgogy 


ATIC SPORTS 
UF Water Sports 


Jun. 1984 


Jan. 1985 


Arithmetic Tests 
USE ARITHMETIC. MATHEMATICS TESTS 


ASSISTIVE DEVICES (FOR seen ~ 
Apr. 
SN Devices to aid the disabled to perform nor- 
mal living or vocational tasks 
UF Adaptive Equipment (Disabled) 
Self Help Devices (Disabled) 


BADMINTON Jun. 1984 


BIBLIOGRAPHIC UTILITIES Apr. 1986 

SN Online library networking organizations with 
large bibliographic databases that are shared 
by participating libraries for a variety of 
technical purposes, including cata ng. 
interlibrary loans, acquisitions, and aut 
ity file control (note: see also such Identifi- 
ers as “OCLC.” “Research Libraries Infor- 
mation Network.” “Washington Library 
Network.” and “University Toronto Li- 
brary Automation Systems”) 


BIOETHICS Jan. 1985 
SN Discipline dealing with the moral and social 
——- of practices and developments 

in the biological sciences and medicine 


BOWLING Apr. 1985 
SN (note: do not confuse with the Identifiers 
“Lawn Bowling” and “Cricket (Sport)”) 

UF Tenpins 


BRAINSTORMING Dec. 1985 


BREASTFEEDING Apr. 1986 


BRITISH INFANT SCHOOLS Dec. 1985 
SN _ _Lower-division schools of the British ~ 
mary system for children 5 to 7 or 8, 

associated with an informal, open open approach 
to teaching end student-selected learning ac- 
tivities (note: coordinate non-U.S., including 
_— applications with geographic Iden- 
u ) 

UF Infant Schools (British Primary System) 


Ho gt uts 
USE BUDGETING; RETRENCHMENT 


BULIMIA Apr. 1986 

SN _ Disorder characterized by recurrent binge 
eating, usually followed by self-induced pur- 
ee ttended by moods and 
self-deprecating thoughts 

UF Bulimarexia 


CARDIOPULMONARY RESUSCIT — DN 00 
6 

SN Procedure to restore normal Siestiins and 
heartbeat following cardiac arrest—may in- 
clude mouth-to-mouth ventilation, external 
chest ion, and use of drugs 

UF CPR (Medicine) 


Church State — 
USE STATE CHURCH SEPARATION 


CLIENT CHARACTERISTICS ear * 

SERVICES) 1. 1984 

SN we my many or qualities ponens 
who the assistance of human service 
workers (counselors, psychologists, physi- 
cians, nurses, social workers, etc.) 

UF Client Background (Human Services) 


COGNITIVE PSYCHOLOGY Dec. 1985 

SN Branch of psychology concerned with the 
nature and structure of complex “knowledge 
processes” (e.g., ere | iving. 
Judging, and reasoni nd their effect effects on, 
or interactions with, haviee—pariieutorty 
identified with “inforrnation 
models of human cognition, usually simu- 
lated on computers 


Seneary PSYCHOLO} Y 

The application of ps ¢ 

(in collaboration with psychiatry, sociology, 
social work, etc.) to p S arising in a 
community and soluble only through a 
community-wide approach—attention is giv- 
en to problems of mental health, social wel- 
fare. group relationships, education, social 
action, etc., involving the well-being of all 
community mem 


COMPARABLE WORTH or 1986 
SN Principle of equal pay for work of com- 
parable value, i.c., equal pay for jobs that 
may have different  ~ but that require 
similar levels of sk . and responsibil- 
ity under similar — conditions—fre- 
quently advocated to redress sex-based pay 
inequities, i.e., between comparable female- 
and inated jobs (some analyses 
—_ race/ethnicity among job types as 


well) 
UF Pay Equity 


Computer (Del Jun84) 
USE COMPUTER SOFTWARE 


COMPUTER SOFTWARE Jun. 1984 
SN Logical sequences of instructions used to di- 
rect the actions of a computer system, and 
documentation (note: corre- 

agen yolte ype code 101 and should not 

be used except as the subject of a docu- 


ment—this restriction was not carried prior 

to Jun84 under the former term “Computer 

Programs” —if appropriate. use the more 
ific term “Courseware™) 

Soak ‘omputer Program Documentation 

Software (Computers) 


Computerized Adaptive Testing 

USE ADAPTIVE TESTING; COMPUTER AS- 
SISTED TESTING (R “Computer 
Adaptive Testing” as USE Reference) 


Computerized Tailored Testing 
USE ped tag | TESTING; COMPUTER AS- 
SISTED TESTING (Replaces “Computer 
Tailored Testing” as USE Reference) 


Conference Skills Sop on 
USE COMMUNICATION SKILLS 


CONSERVATISM Jan. 1985 

SN Phi y or disposition that generally sup- 
ports the preservation or reinstatement of 
traditional values and statuses in social or 
political affairs 


COURSEWARE Jun. 1984 

SN Computer software and accompanying docu- 
mentation written for instructional applica- 
tions (note: prior to Jun84, this concept was 
indexed by “Computer Programs,” jo 4 
of which have since been merged 
“Computer Software”) 

UF Instructional Software 


DATA ANALYSIS Jul. 1966 

SN (Scope Note Changed) Preparation of factual 
information items for dissemination or fur- 
ther treatment (includes compiling, verify- 
ing, ordering, classifying. and interpreting) 


DATA INTERPRETATION Jan. 1985 
SN _ Explanation of the meaning, implications, or 
limitations of factual information 


DATABASE MANAGEMENT seneeny a 
pr. 
SN Software used to create, organize, secure, 
access, and update databases 
UF DBMS 


File Management Systems 


DATABASE PRODUCERS Apr. 1986 

SN Publishers, businesses, government agencies, 
or other organizations that create comput- 
ap information files, often for pub- 
ic access 


—— WORKERS Mar. 1984 

SN orkers who have lost their jobs because of 
nnn. A and technological changes in a 
business or industry, ¢.g., plant closings or 
relocation, increased competition, automa- 
tion, or market fluctuations 


Jan. 1985 
SN Plunging into water in a prescribed manner 
(pore do not confuse with “Underwater 
ving”) 
UF Platiorm Diving 
Diving 
ower Diving 


DOCUMENTATION Jul. 1966 
SN Cee Note Changed) Techniques used to 
. process, organize, store, and retrieve 
yam Ss (note: use “Computer Software” 

for computer program documentation) 


USE Compu ‘ ER GRAPHICS 








USE FRGENAND DRAWING FAMILY bay me Oct. 1984 
SN _Injurious §, abusive physical os among 


Domestic Violence (Fan 
UF Domestic Violence Family) 
Jun. 1984 
UF epee Fencing 


Fulfulde 
USE FULANI 


GENEALOGY Jan. 1985 
SN Sneee oe cnsenes of Coes Gensent Caen an 
Or ancestors 


UF Anconral L Lineage 
ment, 2 an ad resource alloca- Family — 
tion (note: do not confuse with “Educational 
Diagnosis” or “Testing™) 


at an earlier age or time than is 
or customary 


_ Jan. 1974 





GEOTHERMAL ENERGY Oct 
pr. 1906 SN Power derived from the earth's heat 
Geli of inte mes- 

ics) ey tolecomnmnunies: 


Khmer 
USE CAMBODIANS 


Language SKILL ATTRITION Jan. 1985 
The skills 


tion SN Progressive decrease i 
petitive oe note: ft 
Mothers use “Drug or “Drug 
USE EMPLOYED PARENTS; MOTHERS 


HAN 
ENDANGERED SPECIES Oct, 1984 SN Si 
SN Plants or animals in danger of extinction 


ENERGY EDUCATION ‘ Jan. 1985 
By Ae — (Conservation)” deleted as 


SN Lonruingfveach activities, often interdis- 
ciplinary in —— § that focus on such topics 


hoe and technical aed Programs 


ENERGY MANAGEMENT Jan. 1986 
SN Planni cooratiog, and maintaining facili- 
for maximum energy 


py yyy 
quire i ills in in 
order to pursue — at the college or 
college-preparatory level 





Persons, organ i 
not confen = with oTcating 
“Research Problems”) 


EYE CONTACT Apr. 1985 
SN => = eye-to-eye contact between indi- 





FACIAL EXPRESSIONS Apr. 1986 


FAILURE TO THRIVE Apr. 1986 
SN Growth disorder of infants and a &. as- 
deprivati with nutritional i hs cae Q 
vatir —characterized t 

in and psychosocial retardation 

F encnmete Failure to Thrive 
canny HISTORY Jan. 1985 


History that identifies or traces the struc- 
omen, nenty, 


socioeconomic us, biological 
helen. or Gaal dessuet af o tally 
or families 











(Online 


Online Information 





Yb , which the 
ticipates in the situation 


rieval 


par- 


POLITICAL CANDIDATES Dec. 1985 
SN Persons seeking clection or appointment to 


Jan. 1985 


Dec. 1985 
candidates 
of the President of the United 


USE POLITICAL C. ic ESIDEN- 
TIAL CAMPAIGNS (UNITED STATES) 


Presidential Debates States) 
USE DEBATE; PRESIDENTIAL CAMPAIGNS 
(UNITED STATES) 


U 
RACQUETBALL 


READER TEXT RELATIONSHIP Dec. 1985 
SN The character or quality of the reader's in- 
or connection with the material 


a 
eek 


& 
2 


Research Practice 
USE RESEARCH AND ELOPMENT; THE- 
ORY PRACTICE RELATIONSHIP 











Scientific Information 
Technical Information 
Technological Information 


SMALL ENGINE MECHANICS Mar. 1984 

SN Assembly. operation, and repair of recipro- 
cating internal-combustion engines used on 
lawnmowers, garden tractors, chain saws, 
and other portable age equipment—small 
engines are generally air-cooled and under 
20 horsepower 


| pe agp come INFERENCE Jan. 1986 

computation or prediction of statistics 

for a collective or whole (population) on the 
basis of a sample 


STUDENT TEACHER ATTITUDES Jun. 1984 
SN Attitudes of, not toward, student teachers 


STUDENT TEACHER EVALUATION Dec. /985 
SN Judging performances of student teachers 
based on established criteria 


Student Teacher Ratio (Del ae, 
USE TEACHER STUDENT RATIO 


Student Teacher tote (Del Dec84) 
USE TEACHER STUDENT RELATIONSHIP 


SUGGESTOPEDIA Jan. 1985 

SN Method of teaching, developed by Georgi 
Lozanov, in which relaxed concentration is 
combined with synchronized music and 
rhythmic presentation to tap the uncon- 
scious reserves of the mind and thereby ac- 
celerate learning—originally applied in lan- 
guage courses, but since expanded to a vari- 
ety of learning tasks 

UF Lozanov Met 


ae cena Experience 
Ue SUPERVISED FARM PRACTICE 


SURFING Jan. 1985 


SURGICAL TECHNICIANS Jul. 1966 

SN (Scope Note Added) Technical assistants on 
a surgical team who arrange supplies and 
instruments in the operating room, maintain 
antiseptic conditions, prepare patients for 
surgery, and assist surgeons during the op- 
eration 


TABLE TENNIS 
UF Ping Pong 


TEACHER STUDENT RATIO Dec. 1984 
TEACHER STUDENT RELATIONSHIP 
Dec. 1984 


UF Student Teacher Interaction 
Teacher Student Interaction 


TEAM HANDBALL Apr. 1985 

SN Team sport played on a rectangular floor 
(court) whose object is to dribble and pass 
an inflated ball with the hands so as to 
throw it into a netted, floor-level end goal 


TEAM SPORTS Jun. 1984 


TERRORISM Oct. 1984 

SN Threat or use of violence against a popula- 
tion or government to achieve social or po- 
litical ends 


THEMATIC APPROACH Dec. 1969 

SN (Scope Note Changed) Teaching approach 
that organizes subject matter around unify- 
ing themes 


THEORY PRACTICE a 


Apr. 1985 


1985 
SN The association between knowledge/under- 
standing and action/application 


TODDLERS 
SN Approximately |-3 years of age 


TRUST (PSYCHOLOGY) Dec. 1985 

SN Assured reliance in the character, ability, 
Strength, or truth of some person, group, 
institution, idea, or thing 


Oct. 1984 


UNDERWATER DIVING Jan. 1985 
UF Deep Sea Diving 
Scuba Diving 
Skin Diving 
UNDOCUMENTED IMMIGRANTS | Feb. 1984 
SN Persons residing in a foreign country with- 
out proper authorization, having entered 
that country by unlawful means or having 
violated the provisions of their visas 
Alien Illegality 
Illegal Aliens 
Immigrant Illegality 


Undocumented Workers 
USE FOREIGN WORKERS; UNDOCUMENT- 
ED IMMIGRANTS 


VIDEODISC RECORDINGS Jan. 1979 

SN (Scope Note Cha ) Magnetic, capacitive, 
or optical (laser) discs on which are record- 
ed video signals (with or without accom- 
panying sound) for play back on a television 
monitor or screen 


VOCATIONAL ENGLISH (SECOND 

LANGUAGE) Dec. 1985 

SN_ Specialized English for non-English speakers 
preparing for or working in_ skilled, 
semiskilled, paraprofessional, or technical 
occupations 


WATER POLO Jan. 1985 


WORD PROBLEMS (MATHEMATICS) 
Jan. 1986 
SN Mathematical problems expressed in narra- 
tive form—answered by conversion of the 
circumstances to equivalent computations or 
equations, which can be solved arithmet- 
ically, algebraically, or with symbolic logic 
UF Story Problems (Mathematics) 


WRITING LABORATORIES Dec. 1985 

SN Facilities specifically designed for develop- 
ing and improving writing/composition 
skills, ranging from areas within classrooms 
to separate, specially staffed centers 

UF Writing Centers 





HOW TO ORDER ERIC DOCUMENTS 


@ DOCUMENT REPRODUCTION SERVICE 
PIED acapusan ganwe nenewe. cares 
OPERATED BY 
MICROFILM 
703-823-0500 


ORDER FORM 








COMPUTER CORPORATION 


IMPORTANT INSTRUCTIONS 


* ORDER BY ED NO. (6 digits)» ENCLOSE CHECK OR MONEY 

See Resources in Education ORDER 

(RIE) Payable to EDRS 

CIFY EITHER: ¢ FOREIGN CUSTOMERS — CHECKS 
- “Teenie ma, Must be drawn on A U.S. Bank 
or e NO tip we Veena 
Accepted from Foreign Custome:s 
PROT SHDN OS * OR U.S. CUSTOMERS MAY ENCLOSE 
(See Below) 


AN AUTHORIZED 
PURCHASE ORDER 
* INCLUDE SHIPPING CHARGES ° COMPLETE AND SIGN BELOW 


(See Charts Below For U.S. Shipments) 
(Foreign shipments are based on international Postal Rates) 





























ED NUMBER 


























UNIT PRICE SCHEDULE 





MICROFICHE (MF) 





NUMBER FICHE EACH ED #PRICE CODE 
1 to 5 (up to 480 pages) ._MFO1 
1 to 6 (481-576 pages) MFO2 








1 to 7 (577-672 pages) MFO3 

1 to 8 (673-768 pages) MFO4 
Each Additional 

microfiche (additional 96 pages) 














PAPER COPY (PC) 


‘ 7, 
NUMBER PAGES EACH ED # PRICE CODE Price TOTAL NO. OF PAGES SUBTOTAL 
PCO! ‘ VA RESIDENTS ADD 


Pco2 4% SALES TAX 
eons TAX EXEMPT NO. 


PCO4 . IPPI 
DEPOS'T ACCT. NO = 
TOTAL 















































CHARTS FOR DETERMINING SHIPPING CHARGES 





1st CLASS POSTAGE FOR 


1-7 8-19 55-67 68-80 
Microfiche Microfiche ] Microfiche Microfiche 
ONLY ONLY ONLY ONLY 
$0.22 $0.39 ' i I $1.07 $1.24 


UNITED PARCEL SERVICE SERVICE CHARGES-CONTINENTAL U.S. SHIPMENTS ONLY 
1 bb. 2 Ibs. \. " 5 Ibs. 6 Ibs. 7 Ibs. 8 to 10 Ibs. 
































81-160 MF 
or 1-75 PC 
PAGES 
Not to Exceed 
$1.74 


161-330 MF 
or 76-150 PC 
PAGES 
Not to Exceed 
$2.16 


671-840 MF 
or 301-375 PC 
PAGES 
Not to Exceed 
$3.40 


841-1010 MF 
or 376-450 PC 
PAGES 
Not to Exceed 
$3.82 


1011-1180 MF 
or 451-525 PC 
PAGES 
Not to Exceed 
$4.24 


1181-1690 MF 
525-750 PC 
PAGES 
Not to Exceed 
$4.65-$5.48 
































NOTE—Orders for 81 or more microfiche and all orders for paper copies (PC) will be shipped via United Parcel Service unless otherwise instructed. 


PLEASE UO NOT REMOVE. . 
THIS FORM MAY BE PHOTOCOPIED OR ADDITIONAL COPIES OBTAINED FROM EDR. Revieed Apri 1988 
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GENERAL INFORMATION 


1. PRICE LIST 

The prices set forth herein may be changed without notice; however, any 
price change will be subject to the approval of the Contracting Officer/ 
USED/Office of Educational Ri h & imp wContracts and Grants 
Management Division 


2. PAYMENT 

The prices set forth herein do not include any sales, use, excise, or similar 
taxes which may apply to the sale of microfiche or hard copy to the Customer. 
The cost of such taxes, if any shaii be borne by the Customer 


Payment shail be made net thirty (30) days from date of invoice. Payment 
shall be without expense to CMC 


3. REPRODUCTION 

Express permission to reproduce a copyrighted document provided 
hereunder must be obtained in writing from the copyright holder noted on 
the title page of such copyrighted document. 


4. CONTINGENCIES 
CMC shall not be liable to Customer or any other person for any failure or 
delay in the performance of any obligation if such failure of delay (a) is due 
to events beyond the control of CMC including, but not limited to, fire, storm, 
flood, earthquake, explosion, acc’tent, acts of the public enemy, strikes, 
lockouts, labor disputes, labor shortage, work stoppages, transportation em- 
bargoes or delays, failure or shortage of materials, supplies or machinery, 
acts of God, or acts or regulations or priorities of the federal, state, or local 
ts; (b) is due to failures of performances of subcontractors beyond 
CMC's control and without negligence on the part of CMC; or (c) is due to 
erroneous or incomplete information furnished by Customer 


5. LIABILITY 

CMC's liability, if any, arising hereunder shall not exceed restitution of 
charges 

In no event shall CMC be liable for special, consequential, or liquidated 
damages arising from the provision of services hereunder. 


6. WARRANTY 

CMC MAKES NO WARRANTY, EXPRESS OR IMPLIED, AS TO ANY MAT- 
TER WHATSOEVER, INCLUDING ANY WARRANTY OR MERCHANTABILI- 
TY OR FITNESS FOR ANY PARTICULAR PURPOSE. 


7. QUALITY 

CMC will replace products returned b of defects or in- 
completeness. The quality of the input document i is not the responsibility 
of CMC. Best available copy will be supplied. 





he peti 





8. CHANGES 
No waiver, alteration, or modification of any of the provisions hereof 
be binding unless in writing and signed by an officer of CMC. 


9. DEFAULT AND WAIVER 
a. if Customer fails with respect to this or any other agreement with 
CMC to pay any invoice when due or to accept any shipment as 
ordered, CHE teny eihask autatien haleneneeas aon 
further shipments until the default is corrected, or cancel this Pur- 
chase Order. 


b. No course af conduct nor any delay of CMC in exercising any right 
hereunder shall waive any rights of CMC or modify this Agreement. 

10. GOVERNING LAW 
pein ee cme apn me nase amram yo Any question 
concerning its validity, construction, or performance shall be governed by 
the laws of the State of New York. 
11. DEPOSIT ACCOUNTS 
Customers who have a continuing need for ERIC documents may open a 
Deposit account by depositing a minimum of $250.00. Once a deposit ac- 
counts is opened, ERIC documents will be sent upon request, and the ac- 
count charged for the actual cost and postage. A monthly statement of the 
account will be furnished. 
12. STANDING ORDER ACCOUNTS 
Customers who desire to receive microfiche copies of all ERIC reports an- 
nounced in each issue of Resources in Education may do so by depositing 
$1,600.00 or submitting an executed purchase order. The cost of each issue 
and postage will be charged against the account. A monthly statement of 
the it will be furnish 


13. PAPER COPY (PC) 

A paper copy (PC) is a xerographic reproduction, on paper, of the original 
document. Each paper copy has a Vellum Bristol cover to identify and pro- 
tect the document. 


14. FOREIGN POSTAGE 

Postage for all countries other than the United States is based on the inter- 
nationai Postage Rates in effect at the time the order is shipped. To deter- 
mine postage allow 160 microfiche or 75 (PC) pages per pound. Customers 
for that classification with their order. Payment must be in United States 
funds. 





OTHER ERIC COLLECTIONS AVAILABLE FROM EDRS 


STANDING ORDERS 


Subscription orders for microfiche copies of all ERIC reports announced in each issue of 


Resources in Education average $130.00 per month. 


BACK COLLECTIONS (Postage extra) 0.075/fiche 
Reports in Research in Education for 1966 and 1967 
Reports in Research in Education for 1968 


Reports in Research in Education for 


1969 


Reports in Research in Education for 1970 
Reports in Research in Education for 1971 
Reports in Research in Education for 1972 
Reports in Research in Education for 1973 
Reports in Research in Education for 1974 ... 


Reports in Resources in Education for 1975 
Reports in Resources in Education for 1976 
Reports in Resources in Education for 1977 
Reports in Resources in Education for 1978 
Reports in Resources in Education for 1979 
Reports in Resources in Education for 1980 

Reports in Resources in Education for 1981 


AIM/ARM MICROFICHE COLLECTIONS 
CLEARINGHOUSE MICROFICHE 
SPECIAL COLLECTIONS (postage extra) 
Office of Education Research 
Pacesetters in Innovation, Fiscal Year 1966 
Pacesetters in Innovation, Fiscal Year 1967 
Pacesetters in Innovation, Fiscal Year 1968 
the Disadv 


d 
power Research: Inventory for Fiscal Year 1966 < 4 1967 
denpower Research: Inventory for Fiscal Year 1968 
Manpower Research: Inventory for Fiscal Year 1969 


ERIC CLEARINGHOUSE PUBLICATIONS (postage included) 





Dialog Information Services, Inc. 


DIALORDER™ SERVICE 


SCOPE OF SERVICE 


EDRS supplies only the ED-numbered items in the ERIC database. ERIC ED-numbered documents 
have three levels of availability: 1) Document available in both microfiche (MF) and paper copy (PC) 
form, 2) Document available only in MF form, or 3) Document not available from EDRS. The prices 
and level are shown with each ED record in the ERIC database. 


-ORDER ERIC must include document form desired (MF or PC) as special instructions. 


The ‘‘ship to”’ and ‘‘bill to’’ address will be supplied by DIALOG. Requests for an address other than 
those with your DIALOG account must be supplied as special instructions. EDRS service is 
worldwide. 


OPTIONS AVAILABLE 
Order is shipped 48 hours after receipt of order. Type of celivery should be requested, e.g., airmail, 
United Parcel Service, Federal Express, etc. All shipments are F.O.B. Alexandria, Virginia. 


CHARGES AND TERMS 


Cost of document either in MF or PC is contained in ED record abstract data. Add $.50 per document 
ordered plus postage. Payment upon receipt of invoice in U.S. funds only. 


Deposit accounts desired. 


All postage charges are F.O.B. Alexandria, Virginia, and will be billed on invoice. 


MISCELLANEOUS 


Supplier will retrieve orders daily from the DIALOG DIALORDER Service. No payments necessary to 
CCC. 


CONTACT 


Once an order has been retrieved by EDRS and a date and time appear in the .LIST TRANSMITTED 
column, all questions concerning the order should be directed to: 


EDRS Telephone: 1-800-22/-3742 


3900 Wheeler Avenue 703-823-0500 (in Virginia) 
Alexandria, VA 22304 


— see ordering procedures on verso — 
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Only ERIC report documents (i.e., ED numbered items only) are supplied by the ERIC Document 
Reproduction Service. To be sure that you are requesting only publications that are available from 
EDRS, the following procedures are recommended: 


— ? BEGIN 1 
1inov79 20:12:12 User3476 
$0.13 0.005 Hrs File1* 
File1*:ERIC 66-79/SEPT 
Set Items Description (+ =OR;* = AND; — =NOT) 





? KED156700; KED148885; KED148884; KED148880 
KEEP ED156700 
KEEP ED148885 
KEEP ED148884 
KEEP ED148880 

? TYPE 99/6/1-4 

99/6/1 

ED156700 

Declining Test Scores: a State Study. 


99/6/2 
ED148885 
List of Hypotheses Advanced to Explain the SAT Score Decline. 


99/6/3 
ED148884 
Motivational Factors in the SAT Score Decline. 


99/6/4 

ED148880 
Distribution of SAT Scores to Colleges as an Indicator of 
Changes in the SAT Candidate Population. 








?.Order ERIC (MF, 1 COPY EACH) 
0004 ITEMS ORDERED 
ORDER SERIAL #00038 


? LOGOFF 


1Inov79 20:16:17 User3476 
$1.75 0070 Hrs File1* 


LOGOFF 20:16:21 





. BEGIN | in the ERIC file. 


. Enter accession numbers for which full document copies are requested; or perform search according to 
normal DIALOG procedures, KEEPing records in set 99 (DIALOG 1) or set 0 (DIALOG 2) for order. Be sure 
to check first whether the document is available from EDRS. (This information is given in each ERIC ED- 
numbered record.) 


. TYPE set 99 in a short format to view for accuracy. Delete unwanted items using KEEP-EDnnnnnn if 
necessary. (When using DIALOG Version 2, the KEEP set is 0. TYPE 0/611-4.) 


. Enter.ORDER ERIC (MF or PC) (number of copies) (special shipping instructions, if any). All ERIC orders 
must include an indication of MF or PC. The period (.) preceding the ORDER command is optional on 
DIALOG Version 2. 





System Development Corporation (SDC) 


ORDER ERIC 


Reports from the Resources in Education (RIE) portion of the ERIC database, available from 
the ERIC Document Reproduction Service (EDRS), are available through the ORBDOC™ 
Online Ordering Service. The ONLINE CRIC Command can be used to order these 
documents. (Documents indexed in Current Index to Journals in Education (CIJE) can be 
ordered through University Microfilms. See ORDER UMI.) 


Here are important details for using ORDER ERIC: 


e@ Deposit Account. A deposit account is not required but users may establish one through 
EDRS at the address given below. 


Ordering and Shipping Information. Include the following: 

- Deposit Account Number (if established) or 

- Billing information (if deposit account is not used): name, organization and complete 
address. 

- Ship to: same as billing information, or name, organization, and complete address. 
ERIC EDRS ships microfiche documents via airmail. Paper copies are shipped via 
United Parcel Service. If special shipping is required, indicate on one line, e.g. SHIP 
VIA: UPS BLUE LABEL. 

- Purchase Order Number (optional). Enter MY P.O. NUMBER IS: and the number. 


Document Information. Include the following on one line: 

- Accession Number (ED Number) (See Order UMI for articles [EJ Number] from CIJE). 
- Document form, i.e. MF for microfiche, HC for hard copy. 

- Number of copies. 


Rates. Prices of documents are indicated in the Availability (AV) field of ERIC 
citations or unit records. 


EDRS checks its ORBDOC Online Ordering Service for ORDER ERIC each day and most 
orders are filled within 48 hours of receipt. 


The key contact for this service at ERIC is: 


ERIC Document Reproduction Service (EDRS) 
3900 Wheeler Avenue 
Alexandria, VA 22304 
800/227-3742 
703/823-0500 (in Virginia) 


Procedure for Using ORDER ERIC 





USER: 
ORDER ERIC 


PROG: 
ENTER ORDER OR TYPE DONE 

















USER: 
BILL AND SHIP TO: S. BENNETT 


USER: 
1234 SPRING STREET 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
LOS ANGELES, CA 90010 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
ED045798 1 COPY MF 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
ED045972 1 COPY HC 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
DONE 


PROG: 
YOUR ORDER IS ACCEPTED. 12-23-85 11:24 PM (PACIFIC TIME) 














HOW TO ORDER 
RESOURCES IN EDUCATION 


Purchase from: Superintendent of Documents 
U.S. Government Printing Office 
Washington. D.C. 20402 





RESOURCES IN EDUCATION, monthly abstract journal covering education documents 


Subscription (12 issues/year) 
Domestic. $56.00 
Foreign: $70.00 


RESOURCES IN EDUCATION Semiannuai Indexes: indexes documents in RIE by 
subject. author. institution, publication type, and clearinghouse number. 


Subscription (2 issues/year, January-June and July-December) 
Domestic: $20.00 
Foreign: $25.00 


Single Issue 
Domestic: $15.00 
Foreign: $18.75 


Note: Prices subject to change without notice 





Address inquiries about missing issues or other service problems to: 


Customer Service Section 
Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


Phone: (202) 275-3054 
Depository Libraries should contact: 


Library Program Service 
Phone: (703) 557-9026 





ERICTAPES ERICTOOLS 





HAVE A COMPUTER? 


LOOK AT ERICTAPES! 


The Educational Resource: Information 
Center (ERIC) data base is available on 
magnetic tape in a variety of options from 
ORI, Inc. Under special authorization from 
the U.S. Department of Education, these 
tapes are offered at unusually low cost to en- 
courage the widest possible dissemination. 





The ERIC data base provides coverage of the 
significant literature in the field of educational 
resources. Report literature (announced in 
Resources in Education) is covered from 1966 to 
date, and journal article literature (announced in 
Current Index to Journals in Education) is covered 
from 1969. Monthly, quarterly, and annual updates 
are available for both R/JE and CIJE, so that the 
files may be kept current. 


The basic files are available in the ERIC (IBM 360 
OS) Format. These files include the complete 
resume, (document description, indexing, and ab- 
stract or annotation) of each document announced 
in the respective journal, in accession number 
order. A variety of peripheral files, including 








Postings Files (inverted subject and source indexes) 
and the Thesaurus (controlled indexing vocabulary) 
are also available on magnetic tape, and almost any 
segment of the master files is obtainable on Special 
Order. 


The files may be purchased individually or as a col- 
lection, and substantial discounts are available on 
annual subscriptions for updates. The files are writ- 
ten on new, high-quality, 9-track tapes (600-1200, 
or 2400-ft., as appropriate) at either 1600 or 800 
BPI and are guaranteed. Prices per tape reel start as 
low as $75. 


NO COMPUTER? 
LOOK AT ERICTOOLS! 


For organizations without access to a computer,* 
ERICTOOLS provide manual multi-viewpoint ac- 
cess to the ERIC document collection. ERIC- 
TOOLS are a series of printed indexes, directories, 
and cross-reference !ists, distributed internally to 
components of the ERIC network. The Title Index 
provides access by document title. The Source 
Directory provides access to all organizational 
names used in the system, i.e., corporate authors 
and sponsoring agencies. Cross-reference lists lead 
the inquirer to the accession number (ED number) 
from: Report Number; Contract Number; and 
Clearinghouse Accession Number. 





The documents are available individually and on 
annual subscription at a discounted price. Prices 
start from as low as $20 for some individual 
documents. 

*Many of these documents are also valuable tools for computer searchers 








For additional information, complete 


and mail the reply form or call: ERICTAPES/ERICTOOLS 


ORL, Inc., 4833 Rugby Avenue, Suite 301, Bethesda, Maryland 20814, (301) 656-9723 


CG RS Se A Le a a A a a a 
PLEASE SEND ME INFORMATION ON THE ITEMS CHECKED BELOW 


ERICTAPES 


© REPORT RESUME LINEAR FILES = ery Re 
sources in Education (formerly Research Ia Education) (RIE) 

© JOURNAL RESUME LINEAR FILES (ERIC Format)Cur- 
rent Index to Journals in Education ( ) 


O PERIPHERAL FILES ings Files i i 
. Postings (Descriptors, Identifiers, 


© SPECIAL ORDERS Back Files, Sequences, 
CH Collections, etc. 


ERICTOOLS 


O ERIC Network Working Documents 
Title Index, Sources, Indexes, Identifier Authority List, etc. 





Name 





— 











Zip 


(Order forms will accompany all descriptive material) 











® 
PRICE CODES 





| PAPER COPY/HARD COPY | 





PAGINATION 





ADD $1.80 FOR EACH ADDITIONAL 25 PAGES, 
OR FRACTION THEREOF 


1,537 - 1,632 
BF PR vcccscccecoss 1,633 - 1,728 
BP Fiske sc vesee ns 1,729 - 1,824 


ADD $.15 FOR EACH ADDITIONAL MICROFICHE 
(1-96 PAGES) 





CHECK 
HERE 


U.S. DEPARTMENT OF EDUCATION 
OFFICE OF EDUCATIONAL RESEARCH AND IMPROVEMENT (OERI) 
EDUCATIONAL RESOURCES INFORMATION CENTER (ERIC) 


REPRODUCTION RELEASE (Specific Document) 


DOCUMENT IDENTIFICATION 





Title: 








Author(s): 
Corporate Source (if appropriate): 








Publication Date: 





. REPRODUCTION RELEASE 


In order to disseminate as widely as possible timely and significant materials of interest to the educational community, 
documents announced in the monthly abstract journal of the ERIC system, Resources 0 Education (RIE), are usually made 
available to users in microfiche and paper copy (or microfiche only) and sold through the ERI ment Reproduction Ser- 
vice (EDRS). Credit is given to the source of each document, and, if reproduction release is granted, one of the following 
notices is affixed to the document. 

If permission is granted to reproduce the identified document, please CHECK ONE of the options and sign the release 
below. 








( capenaams TO REPRODUCE THIS 
MATERIAL IN MICROFICHE ONLY 
OR Microfiche HAS BEEN GRANTED BY 

(4” x 6” film) 


“PERMISSION TO REPRODUCE THIS 
MATERIAL HAS BEEN GRANTED BY 
Microfiche 
(4” x 6" film) apuadesiien 
and paper copy PPROPR u 

(8%" x 11") = oe only AS APPROPRIATE] 
reproduction 


[PERSONAL NAME OR ORGANIZATION 
(PERSONAL NAME OR ORGANIZATION. 














TO THE EDUCATIONAL RESOURCES TO THE EDUCATIONAL RESOURCES 
(eae CENTER (ERIC).” y INFORMATION CENTER (ERIC).” 




















Documents will be processed as indicated provided reproduction quality permits. If permission to reproduce is granted, but neither box is checked, 
documents will be processed in both microfiche and paper copy. 








esources Information Center (ERIC) nonexclusive 


holder. 
Seas co ely CAaln coats of eliann te ompuninandeaanntiedi 
Signature: Printed Name: 
Organizati 














Position: 
yr . Tel. No.: 
Zip Code: Date: 





























Iv. 


DOCUMENT AVAILABILITY INFORMATION (Non-ER!C Source) 





If permission to reproduce is not granted to ERIC, » 9 It you wish ERIC to cite the availability of the document from 
another source, please provide the following informat regarding the availability of the document. (ERIC will not an- 
nounce a document unless it is publicly available, and a dependable source can be specified. Contributors should also be 
aware that ERIC selection criteria are significantly more stringent for documents which cannot be made available through 
EDRS.) 





Publisher/Distributor: 
Address: 











Price Per Copy: Quantity Price: 




















REFERRAL TO COPYRIGHT/REPRODUCTION RIGHTS HOLDER 


If the right to grant reproduction release is held by someone other than the addressee, please provide the appropriate 
name and address: 
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ERIC Network Components 


There are currently sixteen (16) ERIC Clearinghouses, each responsible for a major area of the field 
of education. Clearinghouses acquire, select, catalog, abstract, and index the documents 
announced in Resources in Education (RIE). They also prepare interpretive summaries and 
annotated bibliographies dealing with high interest topics and based on the documents analyzed 
for RIE; these information analysis products are also announced in Resources in Education. 


ERIC Clearinghouses: 


ADULT, CAREER, AND VOCATIONAL EDUCATION (CE) 
Ohio State University 

National Center for Research in Vocational Education 
1960 Kenny Road 

Columbus, Ohio 43210 

Telephone: (614) 486-3655; (800) 848-4815 
COUNSELING AND PERSONNEL SERVICES (CG) 
University of Michigan 

School of Education, Room 2108 

610 East University Street 

Ann Arbor, Michigan 48109 

Telephone: (313) 764-9492 


EDUCATIONAL MANAGEMENT (EA) 


University of Oregon 
1787 Agate Street 


ELEMENTARY AND EARLY CHILDHOOD EDUCATION (PS) 


University of Illinois 

College of Education 

805 West Pennsylvania Avenue 
Urbana, lilinois 61801 
Telephone: (217) 333-1386 


HANDICAPPED AND GIFTED CHILDREN (EC) 
Council for Exceptional Children 

1920 Association Drive 

Reston, Virginia 22091 

Telephone: (703) 620-3660 


HIGHER EDUCATION (HE) 
George Washington University 
One Dupont Circle, N.W., Suite 630 
Washington, D.C. 20036 
Telephone: (202) 296-2597 
INFORMATION RESOURCES (IR) 
Syracuse University 

School of Education 

Huntington Hall, Room 030 
Syracuse, New York 13210 
Telephone: (315) 423-3640 


JUNIOR COLLEGES (JC) 


University of California at Los Angeles 
Mathematical Sciences Building, Room 8118 


Angeles, 
Telephone: (213) 825-3931 


LANGUAGES AND LINGUISTICS (FL) 
Center for Applied Linguistics 

1118 22nd Street, N.W. 

Washington, D.C. 20037 

Telephone: (202) 429-9551 


READING AND COMMUNICATION SKILLS (CS) 
National Council of Teachers of English 

1111 Kenyon Road 

Urbana, Illinois 61801 

Telephone: (217) 328-3870 


RURAL EDUCATION AND SMALL SCHOOLS (RC) 
New Mexico State University 

Computer Center, Room 218, Stewart Street 

Box 3 AP 

Las Cruces, New Mexico 88003 

Telephone: (505) 646-2623 


SCIENCE, MATHEMATICS, AND 
ENVIRONMENTAL EDUCATION (SE) 
Ohio State University 

1200 Chambers Road, Room 310 
Columbus, Ohio 43212 

Telephone: (614) 422-6717 


SOCIAL STUDIES/SOCIAL SCIENCE EDUCATION (SO) 
indiana University 

Social Studies Development Center 

2805 East 10th Street 

Bloomington, Indiana 47405 

Telephone: (812) 335-3838 


TEACHER EDUCATION (SP) 

American Association of Colleges for Teacher Education 
One Dupont Circle, N.W., Suite 610 

Washington, D.C. 20036 

Telephone: (202) 293-2450 


TESTS, MEASUREMENT, AND EVALUATION (TM) 
Educational Testing Service 

Rosedale Road 

Princeton, New Jersey 08541 

Telephone: (609) 734-5176 


URBAN EDUCATION (UD) 
Columbia University 
Teachers College 

Box 40 

525 West 120th Street 
New York, New York 10027 
Telephone: (212) 678-3433 





Sponsor: 
EDUCATIONAL RESOURCES INFORMATION CENTER 


(Central ERIC) 
O*fice of Educational Research and Improvement (OER) 


Bethesda, Maryland 
Telephone: (301) 656-9723 


Document Delivery: 


ERIC DOCUMENT REPRODUCTION SERVICE 


Virg 2304 
Telephone: (703) 823-0500; (800) 227-3742 


Commercial Publishing: 


ORYX PRESS 
2214 North Central Avenue at Encanto 


Phoenix, Arizona 85004 
Telephone: (602) 254-6156; (800) 457-6799 





S DEPARTMEN e ATION POSTAGE AND FEES PAID 
OFFICE OF EDUCATIONAL RESEARCH ANQ IMPROVEMENT (OER!) S DEPARTMENT OF EDUCATION : 
WASHING ( 20208 ED 395 
(ees 
U.S.MAIL 
4 . SPECIAL 4th CLASS RATE BOOK — 


SUBJECT INDEX 


AUTHOR INDEX 


INSTITUTION INDEX 





PUBLICATION TYPE INDEX ir — 
| RIC) Price coves 


a 
PAPER ad 
PRICE é PAGINATION 


CLEARINGHOUSE NUMBER/ED NUMBER 
CROSS REFERENCE INDEX 











Office of Educational 
Research and Improvement 
US Department of Education 








= 


a 





